GAMBIA'S KING, ready to hold court, shows a dignity that suits his regal state. His
royal crown is of gold studded with precious stones and mounted on ermine and velvet. It has
a fairly close resemblance to the Imperial Crown of Britain. In contrast to the richness of
crown and collar and brocaded skirt are the carpet slippers that cover the royal feet.
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